Prepared by: Whit Jack 
whit@whitjack.me 



Web Page Audit 

This audit determines how optimized this specific 
landing page or article is for an exact keyword or 
phrase. 

Web Page: freebiefaucet.com/ 
Keyword: freebiefaucet 
Date: December 01, 2014 

SPEED 



SECONDS 0.24 


KILOBYTES 


20.2 REQUESTS 


8 


(V,) This page loads fast enough. 






Nice work! 


This size of this page is ok. 






Good job! 


The number of file requests is acceptable. 




Great! 


URL 


freebiefaucet. com/ 


URL is SEO friendly. 






Fantastic! 


^/J Exact keyword found in URL. 






Excellent! 


Improve your Google PageRank of (0/10). 




Needs attention 


No underscores in URL. 






Nice work! 
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SEO SCORE 



Web Page: freebiefaucet.com/ 



Keyword: freebiefaucet 



TITLE TAG 



Freebiefaucet 



[V^i Begins with your exact keyword. Nice work! 

Title tag has 55 characters or less. Great! 



DESCRIPTION TAG 



Donate: 19Vv8wLuApBrd88rvNSgKQYz 13XfaPawyU 


(V) Description tag has 155 characters or less. 


Great! 


Description tag needs exact keyword. 


Needs attention 


IMAGE ANALYSIS 


3 images 


n 


(T) Every image on this page needs an alt tag. 


Needs attention 


(T^ Add your exact keyword to an alt tag. 


Needs attention 


Add exact keyword to an image file name. 


Needs attention 


No underscores found in image file names. 


Fantastic! 
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Web Page: freebiefaucet.com/ 
Keyword: freebiefaucet 



TOP 5 WORDS USED 







referral (2) 




reward (2) 




address (2) 




bitcoin (2) 



HEADING TAGS 

H1 Tag: Missing 
H2 Tag: Missing 
H3 Tag: Rewards liere 



® 


Add a H1 , H2, and H3 tag to this page. 


Needs attention 


® 


Add exact keyword to HI , H2, or H3 tag. 


Needs attention 


0 


There are no duplicate heading tags. 


Nice work! 



Whit Jack • • whit@whitjack.me 



Prepared by: Whit Jack 
whit@whitjack.me 



28 

SEO SCORE 



r 



Web Page: freebiefaucet.com/ 
Keyword: freebiefaucet 



COPY ANALYSIS 


(T^ You should have 2,000+ words on this page. 


Needs attention 


Exact keyword used 2 times. 


Nice worki 


Bold, italicize, or underline exact keyword. 


Needs attention 


Exact keyword found in the first 100 words. 


Good jobi 


(T) Add your exact keyword to anchor text. 


Needs attention 


Linkthispagetoasitemap.html. 


Needs attention 


CODE ANALYSIS 


(T) HTML is not W3C validated. 


Needs attention 


^/j No flash found. 


Nice workI 


Remove inline CSS. 


Needs attention 


(T) Text to HTML ratio is too low (< 25%). 


Needs attention 


Add schema.org markup. 


Needs attention 


Link to a sitemap.xml. 


Needs attention 
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SEO SCORE 



r 



Web Page: freebiefaucet.com/ 
Keyword: freebiefaucet 



SOCIAL ANALYSIS 



E 
I 



8 f 



Page Tweets 



8 f 



0 8- 



Page Shares 



0 s* 



Page +1 's 



Domain Tweets 


Domain Sliares 


Domain +1's 


(T^ Add a tweet button. 




Needs attention 


Add a Facebook share or like button. 




Needs attention 


Add a Google+ button. 




Needs attention 


(J^ Add a link to a blog. 




Needs attention 


MOBILE ANALYSIS 


(T) Add a mobile sitemap. 




Needs attention 


Add an Apple icon. 




Needs attention 


We found a viewport metatag. 




Good job! 
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SEO SCORE 



r 



Web Page: freebiefaucet.com/ 
Keyword: freebiefaucet 



PAGE LINK ANALYSIS 



0 links from otiier sites. 


Needs attention 


0 links from unique domains. 


Needs attention 


This page has 7 outbound links. 


Excellent! 


This page has 7 outbound follow links. 


Fantastic! 


(T) mozTrust page score: 0 


Needs attention 


mozRank page score: 0 


Needs attention 


moz Page Authority: 1 


Needs attention 


ROOT DOMAIN LINK ANALYSIS Q 


0 links from other sites. 


Needs attention 


(^\^ 0 links from unique domains. 


Needs attention 


(T) Add a link from the DMOZ Directory. 


Needs attention 


(T) mozTrust domain score: 0 


Needs attention 


mozRank domain score: 0 


Needs attention 


moz Domain Authority: 1 


Needs attention 


nr) 26 pages indexed by Google. 


Fantastic! 
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SEO SCORE 



r 



Web Page: freebiefaucet.com/ 
Keyword: freebiefaucet 



DOMAIN ANALYSIS 



freebiefaucet.com 


This domain is only 0 years, 45 days old. 


Needs attention 


This domain expires in 1 years, 320 days. 


Fantastic! 


(T^ Preferred domain is not set. 


Needs attention 


IP redirects to your URL. 


Nice! 


(T) robots.txt file not found 


Needs attention 


(^1 Favicon found. 


Good job! 
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SEO SCORE 



Web Page: freebiefaucet.com/ 



Keyword: freebiefaucet 



TASKS 

□ Improve your Google PageRank of (0/10). 
Description tag needs exact keyword. 
Every image on this page needs an alt tag. 



□ 



Add your exact keyword to an alt tag. 



□ 



Add exact keyword to an image file name. 



□ 



Add a H1 , H2, and H3 tag to this page. 



□ Add exact keyword to H1 , H2, or H3 tag. 

You should have 2,000+ words on this page, 
n Bold, italicize, or underline exact keyword. 

Add your exact keyword to anchor text. 
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TASKS 

n HTML is not W3C validated. 



□ 



Remove inline CSS. 



n Text to HTML ratio is too low (< 25%) 

Add scliema.org markup, 
n Link to a sitemap.xml. 
n Add a tweet button. 

□ Add a Facebook share or like button. 

□ Add a Google+ button. 
Add a link to a blog. 
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TASKS 

□ Add an Apple icon. 

0 links from other sites, 
n 0 links from unique domains, 
n mozTrust page score: 0 
n mozRank page score: 0 

moz Page Authority: 1 

0 links from other sites. 

0 links from unique domains. 

Add a link from the DMOZ Directory. 
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TASKS 

□ mozRank domain score: 0 



□ 



moz Domain Authority: 1 



□ This domain is only 0 years, 45 days old. 

□ Preferred domain is not set. 
robots.txt file not found 
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Web Page: freebiefaucet.com/ 
Keyword: freebiefaucet 



SUMMARY 



Thank you for taking the time to review this audit. It's very important that this web page, along with the other pages on your 
site, are properly optimized for search engines, so they can rank on page #1 for your target keywords. 

This audit is a small sample of the improvements we can make to your site. If you have any questions, please don't 
hesitate to contact us using the contact information below. 

If you appreciated this free SEO audit, please consider making a small donation to 
1 61 HJZJkoNA6WHazpw4EgT7Y4CTDf h1 8b5. 

Thank you, 

Whit Jack 
whit@whitjack.me 

Whit Jack 
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